


February 1, 1930. 


iér. Wilbur F. Wakeman, 

P. 0. Box 453 Badison Square, 
Hew York. 

ly dear fir. takeman: 


I regret to advise you that it 
will not be possible to consider Miss barton as a 
candidate for the Hall of Fame this year inasmuch 
as she has not been dead the required twenty-five 


years. she died in 1912 and will, therefore, not 


be eligible until the election of 1940. 


Very truly yours, 





